From: UMass Phys Plant < no-reply@wufoo.com > 

Sent: Thursday, July 21, 20117:48 AM 

To: Hanchett, James (DPH) 

Subject: Service request form 


Below is confirmation of your request. Please print for your records. 


Service request form 

Your name * 

Department * 

Mailing address * 


Email * 

Phone * 

Fax 

Building requiring work * 
Room number/location * 
Describe work requested * 


Jim Hanchett 

Massachusetts Public Health 

Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 

ia mes.hanchett@state.ma.us 

(413) 545-2607 

(413) 545-2608 

Morrill I 

N236 

Outside A/C unit #76 is leaking water onto lab floor. 


1 


Folk OIG PRR 093238 











































































































